You are cordially invited to visit the Ampsx Corporation exhibit® during the 
Instrument Society of America- Automation Conference and/or tbe American 

Heart Association Conference this month. 
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The ISA exhibit will include: 


CDR-1 Incremental Digital Recorder with pulse generator and scope 
DAS-100 System with vibration data and control signals 
SP-3Q0 1/2 inch version, with vibration data 
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All equipment will be dynamically displayed. 

Tbs AHA exhibit will include: 

DAS-X00 System with display taps containing scaler and vector 
cardiographic data, , 

SP-300 1/2 inch version with EKG display tape 
VR-1500 with X-ray and similar medical data 


EXHIBIT SCHEDULE 


ISA- Automation Conference 


Coliseum, New York, New York 
Booth No, 1814 
October 12- 15, 1964 


Monday Oct. 12 
Tuesday " 13 

Wednesday 14 
Thursday " 15 


12:00 noon to 8:00 PM 
10:00 A. M. to 9:00 “ 
10:00 A. M. to 6:00 " 


10:00 A. M. to 9:00 " 


AHA Conference 


Convention Hall, Atlantic City, New Jersey 
Booths 12 and 13 
October 23- 25, 1964 


Friday Oct. 2c 
Saturday " 24 

Sunday " 25 


8:30 A. M. to =5:30 PM 
8:30 Ao M, to 5:30 PM 
8:30 A.M. to 5:30 PM 





